Union Avenue Baptist Church 

LOCATED AT UNION AND SUMMITT 
MEMPHIS, TENNESSEE 

The church building, completed in 1942, has 
auditorium seating capacity of eighteen hun¬ 
dred, and education and social equipment con¬ 
sisting of more than a hundred rooms, modern 
offices, kitchen and dining room facilities. 
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